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E.O. 11652: N/A 

TAGS: BEXP, BC, LT. WZ, US 

SUBJECT: AVIATION AND GROUND SUPPORT EQUIPMENT TRADE MISSION 
TO NIGERIA, ETHIOPIA AND BOTSWANA 

1 . IN VIEW OE GOS AND GOL PLANS EOR AIRPORT CONSTRUCTION, AIR- 
CRAET PURCHASES, ETC., WE SEE GREAT UTILITY IN HAVING .SWAZILAND 
AND LESOTHO REPRESENTED DURING VISIT OF SUBJECT TRADE MISSION TO 
BOTSWANA ON EEBRUARY 9 AND 10. REQUEST YOU APPROACH HOST DIRECTOR 
OF CIVIL AVIATION TO INVITE HIS PARTICIPATION. WE ENVISION 

THAT HE WOULD HAVE OPPORTUNITY TO BRIEE MISSION MEMBERS AS A 
GROUP AND HAVE INDIVIDUAL APPOINTMENTS DURING WHICH HE CAN DISCUSS 
DESIREBILITY OF INDIVIDUAL MISSION MEMBERS VISITING LESOTHO AND 
SWAZILAND. DCA WILL ALSO BE INVITED TO ATTEND AMBASSADOR'S 
LUNCHEON AND RECEPTION. 

2. COMPANIES ON TM AND THEIR PRODUCTS ARE AS FOLLOWS: 

A. CARDION ELECTRONICS (DIVISION OF GENERAL SIGNAL CORPORATION) 
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SURFACE WEATHER SYSTEM DISPLAYS, SSR/DMEWOR/ILS/RADAR/TRANS- 
PONDER, SSR, METEOROLOGICAL ILS TEST EQUIPMENT. 

B. COLLINS RADIO GROUP - -AIR-TO-GROUND COMMUNICATIONS EQUIPMENT, 
FLIGHT CONTROL SYSTEMS, AUTOMATIC TELEPHONE SYSTEMS FOR AIR- 
PORTS. 

C. MONTEK DIVISION OF E-SYTEMS - - DOR AND DME NAVIGATION SYSTEMS. 

D. GTE-SYLVANIA/SYLTEC - - AIRPORT TRAFEIC CONTROL TOWERS, 
NAVIGATIONAL AIDS, COMMUNICATION EACILITIES. 

E. INTERNATIONAL TECHNICAL PRODUCTS CORPORATION - - TECHNICAL 
AIR TRAEFIC CONTROL FACILITIES, ENROUTE CONTROL FACILITIES. 
NAVIGATIONAL AIDS, AIRPORT LIGHTING EACILITIES, SUPPORT 

SYSTEMS. 

E. TEXAS INSTRUMENTS INCORPORATED - - AIRPORT SURVEILLANCE 
RADAR, MICROWAVE LANDING SYSTEMS. 

G. WESTINGHOUSE DEEENSE AND ELECTRONIC SYSTEMS CENTER - - 
INTEGRATED RADAR CONTROL SYSTEMS, ILS GLIDE SLOPE ANTENNA. 

3. IN ADDITION TO INVITING DCA, REQUEST INEORMATION EOR INCLUSION 
IN EMBASSY BRIEEING OF MISSION MEMBERS. MOST HELPFUL WOULD BE 
CABLE DISCUSSING GENERAL STATE OE AVIATION IN HOST COUNTRY 
INCLUDING NUMBERS AND LOCATION OE AVIONICS, PLANS EOR AVIATION 
EQUIPMENT PURCHASES AND ANY OTHER USEFUL INFO. 

4. FOLLOWING BY SEPTEL FOR YOUR INFORMATION IS DRAFT OF LETTER 
OE INVITATION WE ARE USING HERE. 

BOLEN 
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